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Date: 02-10-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 965 (since 15t" March 2020) 


© Positive Today: 10 WY Recovered Today: 06 

WR Death Today: 00 {Active Cases: 66 

S*Y Sample Positivity today: 1.90% R%_ Recovery Percentage: 95.99% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104128 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 99954 = (95.99 %) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3775 = (3.62%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333. (0.31%) 
5. Number of samples found negative for COVID-19 today: 517 
6. Total number of samples sent for COVID-19 testing today: 277 
7. Total number of cumulative samples found negative since 01.01.2022: 1531366 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 


Tle Glee om| in last 24 |) < waulatve 
Since ee Since 
01.01.2022 our 01.01.2022 


Almora | oo 
Haridwar | 14066 | 341822, | 


Almora 4904 4467 3 4 430 
Bageshwar 2161 2056 0 0 105 
Chamoli 3367 3233 1 3 130 
Champawat 1993 1964 0 2 27 
Dehradun 38891 38186 28 210 467 
Haridwar 14066 13780 9 32 245 
Nainital 13466 13364 14 33 55 
Pauri Garhwal 5592 4536 0 21 1035 
Pithoragarh 2754 2595 1 4 154 
Rudraprayag 3058 2916 0 2 140 
Tehri Garhwal 2623 2160 0 8 455 
U.S. Nagar 9330 8972 6 8 344 
Uttarkashi 1923 1725 4 6 188 
Total 104128 99954 66 333 3775 


As hk? Uttarakhand State Control Room 


”A jo Integrated Disease Surveillance Programme 
warras oe 0 weet Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun 


Uttarakhand State Control Roo! 


F ~ eax. 


arsiat 


wees PET Cad 


12 218 aot arg aot @ 
earaterar pt 
Teel F Gut Slot dear 
18 do A HU HY Tat @ 
wat eta et 


fet: 2Je@ Rez Stor 


ers Uttarakhand State Control Room , 
—— Integrated Disease Surveillance Programme C&VID-19 
oot. RA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


COVID-19 Vaccination 


2.24 October 2022 


* Sessions Held Today: 588 
* Number of Beneficiaries Vaccinated Today: 8769 
* Total Number of Beneficiaries Partially Vaccinated: 9109525 
* = Total Number of Beneficiaries Fully Vaccinated: 8697881 
*% = Total Number of Beneficiaries Given Precaution Dose: 2067582 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae 7 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘etBtee | and bose | _ Dose ee base nts race [sre nga 
te oe ee eee Coverage | Coverage | Coverage | Coverage | Coverage | Coverage ISHS ene Bose 
Dose Dose Coverage | Coverage Dose 
Almora 20944 15312 29445 24390 384951 359515 6025 6035 9961 9769 93901 3 23 
Bageshwar 10494 9058 14153 13348 186469 173423 2515 2522 2323 2403 60735 10 619 
Chamoli 15250 15189 19751 19736 275409 273052 3988 4025 6494 6641 114760 0 265 
Champawat 11016 9430 13560 13201 185647 175616 2257 2324 7594 7602 47015 2 39 
Dehradun 73652 52833 104539 84629 1585430 | 1498789 37251 36760 30677 31359 425777 206 1706 
Haridwar 76477 43080 84212 55101 1524836 | 1474570 17797 17677 48487 48509 352799 14 18 
Nainital 43217 36007 53710 46194 760847 746195 14196 14018 20121 20257 203525 1843 549 
Pauri 22869 17927 32764 31137 456661 440257 7927 7954 7109 7209 139115 9 539 
Pithoragarh 16599 12844 23855 21200 329088 320900 4097 4115 8325 8427 72362 83 903 
Rudraprayag 9206 7369 12653 11249 174901 161496 2466 2458 2692 2715 58021 33 696 
Tehri 23868 22393 31379 30774 402435 372124 6254 6320 4932 5059 135336 38 523 
US Nagar 63118 54210 93821 91294 1363363 | 1397197 12509 12639 34817 34111 256178 66 454 
Uttarkashi 13640 11347 18331 16971 237684 229010 3463 3490 5004 5116 108058 2 126 
Total 400350 | 306999 | 532173 | 459224 | 7867721 | 7622144 | 120745 | 120337 | 188536 | 189177 | 2067582 | 2309 | 6460 


